To: 

Frosch,  Dan[Dan. Frosch@wsj.com] 

From: 

Jenkins,  Laura  Flynn 

Sent: 

Wed  8/12/2015  11:19:25  PM 

Subject: 

RE:  Quick  Question  Laura 

Dan: 

Here’s  a link  to  our  website  on  the  Gold  King  Mine  response: 

http://www2.epa.gov/goldkingmine 

Under  separate  cover,  I’ll  also  send  you  a press  release  with  additional  information  and  links  to 
audio  and  pictures  from  this  afternoon’s  press  conference  with  the  EPA  Administrator. 

If  you  need  anything  else,  please  let  me  know. 

Thanks, 

Laura  Jenkins 
Media  Officer 
USEPA-Region  8 
1595  Wynkoop  St. 

Mailcode:  8-OC 
Denver,  CO  80202 
Landline:  303-312-6256 
Cell:  202-360-8453 
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Fax:  303-312-6961 


From:  Frosch,  Dan  [mailto:Dan.Frosch@wsj.com] 
Sent:  Wednesday,  August  12,  2015  4:25  PM 
To:  Jenkins,  Laura  Flynn 
Subject:  Quick  Question  Laura 


The  Gold  King  spill  was  from  an  accidental  breach  of  a debris  dam,  yes? 


Dan  Frosch 

Reporter,  The  Wall  Street  Journal 
(469)  506-9048 

dan  .frosch@wsi  .com 

twitter:  @djfroschWSJ 
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